AMENDMENT NO. 5 JANUARY 2013 
TO 
IS 12003 : 1987 SPECIFICATION FOR 
FENVALERATE, TECHNICAL 


(Page 11, Appendix B (see also Amendments No. | and 2) — Delete. 


(FAD 1) 
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